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Occurrence: NP1 2002467 



Incident details: 

Report no.: 
Occurrence Type: 
Occurrence time: 
Reported time: 
Place of offence: 



Clearance status: 
Concluded: 
Concluded date: 
Summary: 



Remarks: 



NP12002467 

Burglary/Breaking & Entering: Non Residence (04-00-00) 
03/28/2012 01:00 - 03/28/2012 05:00 
03/28/2012 21:59 MDT 

12019 N STONEWALL JACKSON ROAD E, Unit Rm: WAITINGROOM, Bid: 
JACKSON SHRINE, WOODFORD, CAROLINE USA 22580 (JACKSON SHRINE) 
(Region: NER, State/Zone VA, Area: FRND, Site: JACKSONSHRINE) (Historical 
name : Waiting room. Alarm Zone 4) 
Open - Further investigation needed 
No 

After hours call out for intrusion alarm at Jackson Shrine. Upon arrival I found 
attempted break-in to structure. The window closest to to employee entry door 
had been shattered. The historical name for this room is called the "waiting room". 
Zone 4 of alarm system had been activated. 



Associated occurrences: 



Involved persons: 
Involved addresses: 

• 1 201 9 N STONEWALL JACKSON ROAD El Crime scene; Incident address / WOODFORD, USA 22580 
(JACKSON SHRINE) (Region: NER, State/Zone VA, Area: FRND, Site: JACKSONSHRINE) 

Involved comm addresses: 

• (Voice) 

Involved vehicles: 
Involved officers: 

• Reporting officer / JOHNSON, C. / #321 / NPS / Police other / NPS FRSP / #1 1 08 CARRICO, R. 
Involved property: 

• Vandalized 



Modus operandi: 



Reports: 



General report: 

Occurrence NP12002467 Burglary/Breaking & Entering: Non Residence (04-00-00) @03/28/2012 

21:59 MDT (12019 N STONEWALL JACKSON ROAD E, Unit Rm: WAITINGROOM, Bid: 
JACKSON SHRINE, WOODFORD, CAROLINE USA 22580 (JACKSON SHRINE) 
(Region: NER, State/Zone VA, Area: FRND, S - 

LAW ENFORCEMENT SENSITIVE (FOUO) Lux^^^ 

r>r\„i„A qo-i riit^- 10/n7/9ni9 1^ 91 rnmni iter- IMPFRSPI Panfi 1 




LAW ENFORCEMENT SENSITIVE (FOUO) 



Task: 

A '"' 10l - I Report time: 

l n ^by. Entered time: 

Remarks: 
Narrative: 



Ext. doc. occ report [DOCX, 278.86 KB]: 



Occurrence: 



Task: 
Author: 
Entered by: 
Person: 
Address: 
Vehicle: 
Officer- 
Remarks: 



NP1 2002467 Burglary /Breaking & Entering: Non Residence (04-00-00) 0)03/28/2012 
21:59 MDT (12019 N STONEWALL JACKSON ROAD E, Unit Rm: WAITINGROOM Bid 
JACKSON SHRINE, WOODFORD, CAROLINE USA 22580 (JACKSON SHRINE) 
(Region: NER, State/Zone VA, Area: FRND S 



#321 JOHNSON, C. 
#321 JOHNSON, C. 



Report time: 
Entered time: 



04/09/2012 13:18 MDT 
04/09/2012 13:18 MDT 



Ext. doc. occ report [DOCX, 274.66 KB]: 

Occurrence: NP12002467 Burglary/Breaking & Entering: Non Residence (04-00-00) @03/28/2012 

21:59 MDT (12019 N STONEWALL JACKSON ROAD E, Unit Rm: WAITINGROOM Bid 
JACKSON SHRINE, WOODFORD, CAROLINE USA 22580 (JACKSON SHRINE) 
(Region. NER, State/Zone VA, Area: FRND, S 



Task: 
Author: 
Entered by: 
Person: 
Address: 
Vehicle: 
Officer: 
Remarks: 



#321 JOHNSON, C. 
#321 JOHNSON, C. 



Report time: 04/09/20 1 2 1 3:50 M DT 
Entered time: 04/09/2012 13:50 MDT 



Ext. doc. occ report [DOCX, 12.71 KB]: 



Occurrence: 



Task: 

Author: 

Entered by: 

Person: 

Address: 

Vehicle: 

Officer: 

Remarks: 



NP12002467 Burglary/Breaking & Entering: Non Residence (04-00-00) @03/28/2012 
21:59 MDT (12019 N STONEWALL JACKSON ROAD E, Unit Rm: WAITINGROOM Bid' 
JACKSON SHRINE, WOODFORD, CAROLINE USA 22580 (JACKSON SHRINE) 
(Region: NER, State/Zone VA, Area: FRND, S 



#321 JOHNSON, C. 
#321 JOHNSON, C. 



Report time: 
Entered time: 



10/07/2012 12:50 
10/07/2012 12:50 
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FRSP IMARS report number NP12002467 
Report narrative 



On March 28, 2012 at approximately 2159 hours I, Ranger Craig R. JOHNSON, was 
off duty and received a phone call at my residence from Vector Security in reference 
to an intrusion alarm at the Jackson Shrine. Vector went on to inform me that the 
Zone 4 motion detector had been activated which monitors the "waiting room" of the 
structure. I gave Vector my park issued cell phone number and asked that they call 
me if they had other zone activations for the building. They informed me that they 
would. I then contacted Ranger Regina CARRICO at her residence as to inform her of 
my call out as a safety precaution and asked her to monitor the park radio. She said 
she would. 

On scene I exited my patrol car and illuminated the building with my spot and 
overhead lights on my patrol car. Jackson Shrine is extremely dark and has no security 
lighting. In addition, due to the layout of the structure ample hiding spots can be 
obtained around the perimeter in dense brush and trees. At a distance I could see that 
the window to the waiting room looked tampered with. I called CARRICO on my cell 
phone and while utilizing a Bluetooth hands free connection keep her on the phone 
while I investigated further. Upon closer observation I could see that forced entry of 
some type had been attempted to the building by noticing several that several lower 
glass panes had been shattered. I informed CARRICO of my findings and quickly 
exited the area on foot to my patrol car. I then drove to the entrance gate of the site 
and contacted the Caroline County Sheriffs Department to assist me in clearing the 
building. 

In approximately 20 minutes Deputy Sheriff S.A BUTNER arrived on the scene and 
assisted me in performing a building search of the Jackson Shrine. Other than the 
broken window we found no other signs of forced entry and felt no government 
property had been taken from the building. BUTNER cleared the area and I waited 
for CARRICO to arrive as to continue the NPS investigation. 

When CARRICO arrived I took photos of the damage while she contacted NPS 
Maintenance Supervisor John SEARS to inform of the damage. SEARS contacted 
NPS maintained restoration specialist John STODDARD and had him respond to the 
scene. At approximately 1230 hours STODDARD arrived on scene and began the 
process of temporally boarding the window until he could repair the damage in the 
morning. While examining the window STODDARD observed that the cross 
members of the window that hold the glass in place appeared to have been sawed with 



some sort of small hand saw. I look photos and documented this damage. All NPS 
personnel cleared the scene at 0200 hours. 

On March 29, 2012 at approximately 1000 hours I, Ranger Craig R. JOHNSON, met 
at the Jackson Shrine with NPS Cultural Resource Manager Eric MINK and NPS 
Historian Frank O'REILLY. MINK documented the damage to the structure and then 
he and O'REILLY performed a thorough inspection of the Shrine looking for any 
missing items, artifacts or damage. The only damage to the structure was the window 
and the glass associated with the break in the night before. All artifacts, supplies and 
eastern book store materials seemed to be in place. The donation box, which was in 
the historian office, was covered and seemed to be in place and not tampered with. 
STODDARD was at the Shrine working on the building when I arrived and showed 
me a small saw blade that he had found under the remains of glass from the break-in. 
I photographed and collected the saw blade for the case. Matter under investigation. 
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Photo # 1 



Object:. Break in Jackson Shrine 
Location: Jackson Shrine 



Photographer: Ranger Craig R. Johnson 



Camera: Olympus C-5500 Zoom 5.1 mega-pixcl Digital 
Lens: Fixed . _ 



Film: Digital 



Flash: Digital 



Photo # 2 



Object: Waiting room 



Location: Jackson Shrine 



Photographer: Ranger Craig R. Johnson 



Camera: Olympus C-5500 Zoom 5.1 mega-pixel Digital 
Lens: Fixed 



Film: Digital 



Hash: Digital 




UNITED STATES DEPARTMENT OP THE INTERIOR 
NATIONAL PARK SERVICE 
PHOTOGRAPH RECORD 



Incident Number: NIM 2002467 



Date of Incident: March 28, 2012 



Location of Incident: Jackson Shrine 




Photo # 3 



Object:. Break in Jackson Shrine. Next day 



Location: Jackson Shrine 



Photographer: Ranger Craig R. Johnson 

Camera: Olympus C-5500 Zoom 5.1 mega-pixel Digital 
Lens: Fixed 



Film: Digital 



Flash: Digi tal 



Photo # 4 



Object: Break in Jackson Shrine. Next day 



Location: Jackson Shrine 



Photographer: Ranger Craig R. Johnson 



Camera: Olympus C-5500 Zoom 5. 1 mega-pixel Digital 



Lens: Fixed 



Film: Dig ital 



Flashy Digital^ 




